AMENDMENT NO. 1 APRIL 2022 
TO 


IS 8110 : 2019 WATER WELL SCREENS AND 
SLOTTED PIPES — SPECIFICATION 


( Third Revision ) 


(Page 1, clause 2) — Insert the following to the existing: 


‘IS No. Title 


3589 : 2001 Steel pipes for water and sewage (168.3 to 2 540 mm outside 
diameter) — Specification (third revision)’ 


(Page 1, clause 2) — Substitute the following for existing: 


‘IS No. Title 


10151 : 2019 Polyvinyl chloride (PVC) and its copolymers for its safe 
use in contact with foodstuffs, pharmaceuticals and drinking 
water — Specification (first revision)’ 


[Page 6, Table 3, column (2)| — Substitute ‘Nominal’ for ‘Nomnical’ in the 
heading. 


[Page 6, Table 3, SI No. i)] — Substitute ‘48.8’ for ‘48.7 for the O.D. 
[Page 6, Table 3, SI No. ii)] — Substitute ‘60.8’ for ‘61’ for the O.D. 


[Page 7, Table 4, 5, and 6, column (2)| — Substitute ‘Nominal’ for ‘Nomnical’ 
in the heading. 


[Page 7, Table 5, SI No. iti)] — Substitute ‘86.6’ for ‘86.5’ for the O.D. 
[Page 7, Table 5, SI No. vi)] — Substitute ‘217.6’ for ‘217.5’ for the O.D. 
[Page 7, Table 5, SI No. vii)| — Substitute ‘270.6’ for ‘271’ for the O.D. 
[Page 7, Table 6, SI No. i)] — Substitute ‘165.6’ for ‘165.5’ for the O.D. 
[Page 7, Table 6, SI No. iti)] — Substitute ‘272.4’ for ‘272.5’ for the O.D. 
[Page 7, Table 6, SI No. iv)| — Substitute ‘330’ for ‘320’ for the O.D. 


[Page 8, Table 7, 8, and 9, column (2)| — Substitute ‘Nominal’ for ‘Nomnical’ 
in the heading. 


[Page 9, Table 10, column (2)] — Substitute ‘Nominal’ for ‘Nomnical’ in 
the heading. 


[Page 10, clause 8.3.6.2, d)] — Substitute ‘mild steel’ for ‘M.S... 
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